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Mr.  Chairman,  Ladies  and  Gentlemen, 

Deaths.-  -Taking  the  gross  Death  Rate  for  the  3^ear,  which 
includes  everyone  dying  in  the  district,  whether  residents  or  no,  it  is 
the  lowest  since  1899  with  the  exception  of  1900,  being  12.30  against 
10.47  for  that  year.  The  number  of  pei’sons  dying  in  the  district  was 
67,  a decrease  of  2 on  last  year,  and  of  6.6  on  the  average  for  the  10 
years  ending  1908  ; 8 were  under  1 year  of  age,  giving  a percentage 
of  70.79  per  1,000  births,  an  increase  of  3.09  on  the  10  years  average. 
Three  of  these  were  under  a week  in  age,  and  one  only  lived  a few 
hours  ; one  was  illegitimate.  No  less  than  34,  or  50.7%  w'ere  over  65 
years  of  age  ; 8 between  65  and  70  ; 15  between  70  and  80  ; 10 
between  80  and  90  ; and  one  over  90.  The  average  number  of  deaths 
over  65  years  of  age  for  the  10  years  ending  1909  is  49.6%,  so  this  year 
is  slightly  above  it  ; in  1905  the  average  was  57.5%.  Whooping 
Cough  caused  one  death,  and  Diphtheria  another.  Heart  Diseases  and 
Bronchitis  nine  each. 
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The  above  table  sliows  the  number  of  deaths  from  Cancer, 
Phthisis,  and  other  Tubercular  diseases  for  the  10  years  ending  1909. 


The  quarterly  return  of  deaths  is  as  follows  : — 


Male. 

Female. 

Total. 

1st  Quarter 

8 

7 

15 

2nd 

13 

6 

19 

3rd  „ 

9 

7 

16 

4th 

8 

9 

17 

Total  38 

29 

67 

Five  inquests  were  held,  deaths  being  caused  by  1 Heart  Failure 
and  Epilepsy,  2 Drowning,  3 Convulsions,  4 Accidental  Suffocation, 
and  5 Heart  Failure. 

Births. — The  number  of  children  born  in  the  district  was  113 
the  average  for  the  past  10  j^ears  being  115.2.  Boys  and  girls  were 
nearly  equal,  namely,  55  of  the  former,  to  58  of  the  latter.  There  were 
6 illegitimate  births,  2 boys  and  4 girls. 


The  following  table  shows  their  distribution  : — 


Parish. 

Illegitimates. 

Boys. 

Girls. 

Total. 

Rural  District. 

Boys. 

Girls. 

At  worth 

8 

13 

— 

1 

22 

Bradford  Without... 

O 

O 

3 

— 

1 

7 

Broughton  Gifford ... 

7 

11 

1 

1 

20 

Holt  ... 

15 

10 

— 

25 

Limpley  Stoke 

2 

— 

— 

— 

2 

Monkton  Farleigh... 

2 

1 

1 

— 

4 

South  Wraxall 

4 

4 

— 

— 

8 

Westwood 

2 

6 

— 

1 

9 

AVingfield 

2 

— 

- — 

— 

2 

Winsley 

8 

6 

— 

— 

14 

53 

54 

2 

4 

113 

4 


The  chief  occupation,  taking  the  district  as  a whole,  is  Agri- 
culture. Quarrying  and  Stone-cutting  is  done  in  Westwood,  Winsley 
and  Monkton  Farleigh  ; the  Skin  Yard  and  Mattress  Factory  at  Holt 
give  employment  to  a large  number  of  hands  ; Atworth,  Broughton 
and  Holt  supply  a good  many  hands  to  the  Factories  at  Melksham,  and 
Nestle’s  Milk  Factory  at  Staverton.  A few  people  find  employment  at 
the  Kag  Factories  at  Avoncliff. 

House  Accommodation  improves  in  quality  every  year,  the 
houses  being  better  built,  more  convenient  inside,  lighter  and  more 
airy— the  windows  being  made  to  open  from  the  top — no  overcrowding 
and  plenty  of  space  both  in  front  and  rear.  The  number  of  houses 
erected  during  the  year  is  7,  and  3 have  l)een  enlarged  and  improved. 

Infectious  Diseases. 
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Diphtheria 

70 

25 

45 

2 

9 

2 

4 

40 

24 

13 

Scarlet  Fever 
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20 

3 

9 

20 

13 

5 

1 

Erysipelas 

2 

1 

9 

3 

5 

7 

4 
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Enteric  Eever 

2 

1 

1 

1 

3 

1 

2 

— 

1 

— 

Puerperal  Fever  ... 

— 

— 

— 

Croup  and  Mem- 
branous Croup 

— 

— 

— 

— 

- — 

— 

— 

— 

— 

- — 

Totals 

82 

34 

53 

26 

20 

19 

30 

54 

34 

17 

As  will  be  seen  from  the  above  table  tliere  were  less  cases  of 
infectious  diseases  notified  than  in  any  year  since  1900,  when  82 
notification  forms  were  sent  in.  Diphtheria  still  heads  the  list  as  it 
has  done  since  1907,  11  of  the  13  cases  coming  from  Holt,  one  case  at 
Farleigh  Wick  was  sent  to  me  from  Bath  Hospital  where  Bacteria  were 
found  in  the  patient’s  throat,  this  case  never  developed,  and  no  other 
cases  occurred  there. 


If  ill  all  cases  of  Sore  Throats  parents  would  send  for 
tlieir  medical  man  many  outbreaks  of  Diphtheria  would  be  stopped. 
In  my  opinion  many  epidemics  are  caused  through  a child  contracting 
the  complaint  in  a mild  way,  the  parents  do  not  recognize  the  danger 
as  in  all  probability  the  child  is  running  about,  takes  its  food  fairly 
well  aftir  the  first  day  of  feeling  unwell  ; if  there  are  otlier  children 
in  the  house  their  throats  becom  i infeited  with  the  Bacteria  of 
Diphtheria  v.diich  may,  or  re  ay  not,  develop  into  disease,  if  their  other 
children  are  strong  and  in  good  healtli  the  probability  is  that  the 
disease  does  not  develop  and  they  go  to  school,  each  child  form- 
ing a focus  from  Vvdiicli  the  disease  may  spread,  dates  are  not  used  in 
our  Schools,  so  one  means  of  passing  on  infection  is  eliminated,  but 
wooden  pencils  are,  the  ends  of  tliese  are  sucked  by  the  infected 
children,  and  tlie  next  time  School  opens  other  children  use  the  pencils 
and  like  vise  suck  them,  and  if  not  in  good  liealth  develop  Diphtheria. 
Again  it  is  passed  on  to  others  through  the  breath,  not  only  by  breath- 
ing but  even  more  so  by  coughing  and  sneezing.  Drinking  utensils 
are  not,  as  a rule,  numerous  in  Village  Schools,  an  infected  child  drinks 
from  a cup  and  passes  it  on  to  a friend  ; or  a handkerchief  is  occasion- 
ally lent  from  on?  child  to  ar.other. 

Smells  assist  in  spreading  this  disease  by  lowering  vitality, 
and  it  is  therefore  essential  that  foul  ditches  slmuld  be  cleaned  out, 
and  no  time  scattered  over  them  ; all  ash  heaps  with  their  miscell- 
aneous contents  should  be  removed,  if  near  the  house,  as  far  away  as 
possible  ; pigs,  fowls,  and  rabbits  should  likewise  be  kept  scrupulously 
clean  and  the  excrement  buried  as  often  as  possible. 

Schools  should,  and  particularly  so,  when  any  epidemic  is  about’ 
haA^e  saw-dust,  thoroughly  damped  Avith  1 part  Lysol  in  399  of  AAmter’ 
scattered  over  the  floors  before  brushing  so  as  to  lay  the  dust,  and  all 
shelves,  desks,  seats,  etc.,  dusted  with  dusters  made  damp  with  the 
same  solution. 

Xo  child  should  be  allowed  to  return  to  School  for  21  days’  after 
it  comes  home  from  the  Isolation  Hospital,  and  where  possible  it  should 
be  put  to  bed  in  a room  by  itself. 

One  can  quite  understand  that  many  parents  hesitate  to  send 
for  medical  advice  on  account  of  the  expense,  and  as  has  happened  to 
my  knowledge  during  the  present  year  in  more  than  one  instance,  the 
child  has  been  attending  School,  but  at  dinner  time  refused  to  eat,  and 
when  the  throat  Avas  examined  in  the  eA^ening  sloughs  were  found  on 
either  tonsil.  x\s  soon  as  a child  complains  of  its  throat  or  it  is  noticed 
that  it  does  not  SAvalloAV  its  food  as  well  as  usual,  look  down  the  throat, 
pressing  down  the  tongue  with  a slip  of  Avood  which  must  be  burned 
as  soon  as  the  examination  is  made,  and  if  there  are  any  yellowish-white 
spots  on  either  side,  or  in  the  middle,  send  for  medical  help  at  once. 
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Influenza  was  prevalent  both  in  the  early  spring  and  late  autumn 
but  not  in  epidemic  form,  two  deaths  were  caused  by  it. 

Notiflcation  is  in  force,  and  on  the  receipt  of  a certificate  the 
patient  is  in  most  cases  removed  by  Ambulance  to  the  Isolation  Hospital. 
A Laboratory  is  greatly  needed  for  Bacteriological  work,  for  tho’  tliis 
work  was  done  for  some  years  by  the  courtesy  and  kindness  of  the 
County  Medical  Officer,  J.  Tubb  Thomas,  Esq.,  M.D.,  it  was  not  one  of 
his  duties,  and  he  had  to  give  it  up  some  18  months  ago  owing  to  the 
pressure  of  other  work.  Since  that  date  no  examinations  have  been 
made,  and  Diphtheria  patients  have  been  discharged  from  the  Hospital 
without  any  certitude  of  their  being  free  from  infection.  In  December 
the  Committee  decided  to  send  Swabs  to  the  Climlcal  Research  Society. 
TJiis  order  was  given  on  the  authority  of  the  Clerk  to  the  Isolation 
Hospital,  and  was  confirmed  by  the  Committee  at  their  next  meeting — 
by  it  one  source  of  ‘ Carrier  Cases  ’ has  been  arrested,  and  greater 
confidence  in  the  Hospital  has  been  given  to  the  ratepayers. 

After  a patient  has  been  removed  to  the  Isolation  Hospital,  the 
house  is  disinfected  with  Formaldehyde  Vapour,  and  a full  report  of 
the  nuinber  of  rooms  ; persons  and  ages,  water  and  milk  supply, 
occupation,  place  of  work,  and  school  attended  is  filled  in  and  sent  to 
me.  Aipy  nuisances  reqidring  abatement  are  noted  and  attended  to. 


Tuberculosis. 

At  the  beginning  of  the  year  an  order  was  issued  by  the  Local 
Government  Board,  in  which  it  was  ordered  that  all  cases  of  Consump- 
tion occurring  among  paupers,  whether  living  at  home  or  in  the 
Workhouse,  were  to  be  notified  to  the  Medical  Officer  of  Health  in  the 
same  manner  that  all  infectious  diseases  ^vere  notified,  but  on  specially 
prepared  forms. 

Not  only  was  the  presence  of  the  disease  to  be  notified,  but 

change  of  residence  as  well. 

No  cases  have  been  notified  under  this  order  during  the  year. 

The  portion  of  a bed  (two-thirds)  subscribed  for  by  the  Union 
in  the  Winsley  Sanatorium  is  always  full,  and  it  could  be  filled  the 
whole  year  round  if  only  more  subscriptions  were  forthcoming  to  pay 
for  the  remaining  third. 

No  portion  of  the  Workhouse  is  set  apart  for  the  disease  among 
paupers. 
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Tuberculosis  among  Animals.  I have  no  means  of  knowing 
whether  this  disease  is  prevalent  in  Cattle  or  no,  as  the  Cows  are  not 
examined  b}^  Veterinary  Surgeons. 


Monkton  Farleigh. — There  is  a public  pump  at  the  top  of 
the  Street  and  taps  for  the  use  of  cottages  at  three  different  places 
through  the  village.  The  farms  and  private  houses  are  supplied  by 
wells,  with  the  exception  of  the  Manor  House  and  Church  Farm,  the 
former  receiving  its  supply  from  a spring  about  half-a-mile  away, 
whence  it  is  forced  up  to  the  house  by  a wind-mill.  The  latter  is 
supplied  in  the  same  manner  but  from  a different  spring,  the  water  that 
is  not  used  in  the  farm  gravitates  through  pipes  to  a cistern  at 
Farleigh  Wick  from  which  the  people  of  the  hamlet  draw  it. 

South  Wraxall  . — One  residential  house  is  supplied  from  a 
spring  some  distance  away,  the  water  being  covey ed  by  pipes,  the 
remaining  houses  have  wells,  some  of  v/hich  are  very  shallow.  The 
water  on  two  farms  has  been  condemned  as  being  unfit  for  dairy  or 
domestic  purposes. 

LimplGy  Stoke  has  three  sources  of  supply,  tbe  most  im- 
portant being  the  Bath  High  Level  Co.,  secondly,  a public  spring 
coming  from  the  side  of  the  bill,  and  thirdly,  wells. 

Avoncliff  by  a spring  wbicb  bas  its  exit  at  the  base  of  the 
hill  on  the  north  bank  of  the  river.  The  District  Council  built  a closed 
cistern  round  the  outflow  from  which  the  water  is  drawn  by  tap,  by 
this  means  conserving  and  preserving  tbe  water  from  pollution,  besides 
enabling  the  people  to  draw  their  water  supply  in  a few  minutes. 

W^estwood  at  present  is  supplied  by  shallow  wells,  public 
and  private,  which  in  time  of  drought  are  apt  to  run  short,  causing 
great  deprivation  and  inconvenience  to  the  people.  After  various 
schemes  have  been  proposed  and  many  years  have  passed  since  the 
matter  was  first  approached,  the  Local  Government  Board  in  1909 
authorised  the  Council  to  borrow  the  sum  of  £250  for  experimental 
boring,  the  spot  selected  being  one  settled  on  by  the  Geological  Expert 
attached  to  the  Local  Government  Board. 

This  year  the  Council  have  made  arrangements  with  H.  W. 
Tugwell,  Esq.,  the  owner  of  a large  portion  of  the  land  in  the  parish 
for  the  provision  of  a supply  of  water,  and  it  is  hoped  that  the  formal 
agreement  relating  thereto  will  be  signed  at  an  early  date. 
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"Winsley. — By  the  Bath  High  Level  Company. 

Murhill,  Gonkwell  and  Turley  are  supplied  mainly  by 
springs  and  wells.  Three  houses  in  Turley  receive  their  water  through 
pipes  from  the  Turley  spring. 

Holt  and  Broughton  receive  their  water  by  gravitation 
from  reservoirs,  v/hich  are  filled  from  a spring  of  good  quality  at  Great 
Chalfield,  the  water  being  forced  to  them  by  ram.  The  whole  of  tliis 
water  system  is  the  private  property  of  G.  Fuller,  Esq.,  J.P. 

At  worth  by  a spring,  the  water  from  whicli  is  conveyed  to  a 
Eeservoir  and  thence  by  pipes  to  the  public  pumps. 

Bradford  W^ithout. — With  the  exception  of  a few  houses 
at  Trowle,  which  are  supplied  by  pipes  from  the  Trowbridge  Water 
Company,  all  are  supplied  l)y  wells  and  springs. 

"Winkfield. — Some  of  the  houses  have  wells,  others  get  their 
water  from  the  village  pump,  beneath  which  is  a large  cistern  which 
is  supplied  by  water  conveyed  in  pipes  from  a spring. 

The  Water  Supply  of  tlie  wliole  district  is  hard  in  character 
coming  in  most  instances  from  the  lime-stone  and  therefore  does  not 
act  in  an  injurious  way  on  leaden  pipes  as  a soft  water  would. 


Slaughterhouses. 

One  paved  and  drained  outhouse  is  used  for  pig-killing,  and  is 
the  only  attempt  at  a slaughterhouse  in  the  district. 

There  are  two  butchers  selling  beef  and  mutton,  but  the 
slaughtering  is  done  outside  the  district. 

There  is  no  Inspector  Avith  a special  certificate  for  meat  inspec- 
tion. 


Dairies,  Cowsheds,  and  Milk  Supply. 


Dairies,  tho’  still  forming  a part  of  the  farmhouse  are  very 
little  used,  the  main  sujDply  of  milk  l^eing  sent  to  the  various  Milk 
Factories,  or  out  of  the  district,  so  that  unless  a farmer  makes  cheese, 
the  dairies  are  not  wanted,  and  then  only  for  6 months  in  the  year. 
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Cowsheds  improve  every  year  in  general  cleanliness,  flooring 
and  draining,  wliite-wasliing  is  done  with  greater  regularity,  and  the 
floors  are  cleaned  more  often.  Some  farms  keep  too  much  manure 
piled  up  near  the  sheds,  this  could  be  avoided  at  the  expense  of  a little 
extra  time  and  trouble  if  a horse  and  cart  was  to  follow  the  man  as  he 
cleaned  the  shed  and  the  manure  picked  up  and  hauled  away  at  once. 

There  are  a few  ponds  still  left  in  the  yards  from  which  cattle 
drink,  but  these  will  soon  be  abolished. 

Milk  Supply.—  In  some  of  the  villages  milk  is  a scarce 
commodity,  nearly  all  of  it  being  sent  away  to  the  larger  towns  or  Milk 
Factories,  and  goats  are  being  kept  by  cottagers  in  increasing  numbers. 

The  milk  sold  is  of  a fair  character,  and  cooling  and  straining 
is  in  most  cases  done  in  an  open  roofed  shed  ; tho’  some  of  the  better 
farms  have  properly  constructed  sheds  for  this  purpose,  these  are 
properly  ventilated,  and  have  brick  or  cement  concrete  floors  well 
drained . 

The  following  are  necessary  before  milk  will  be  the  safe  food 
for  infants  and  sick  persons  it  is  meant  to  be. 

1.  A flxed  standard  for  floors  and  drainage  of  sheds. 

2.  Pure  water  supply. 

3.  Tuberculin  test  for  all  cattle. 

4.  Cleanliness  of  cows  and  persons  milking  them. 

5.  Cleanliness  of  all  A^^essels  and  utensils  used  in  connection 
with  the  milk. 

There  are  no  milk  shops  in  the  district.  Where  milk  is 
retailed  it  is  taken  from  the  farm  direct  to  the  customers. 


Drainage  and  Sewerage. 

Both  are  absent  throughout  the  district  with  one  exception, 
namely  Holt. 

Bucket  closets  are  increasing  in  use  in  artisan  dwellings. 

Residential  houses  are  properly  drained  into  cess-jDits  which  are 
regularly  cleaned  out. 
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During  the  year  the  remaining  houses  of  Holt  (with  the  excep- 
tion of  one  or  two  outlying  ones)  have  been  connected  up  with  the 
system  of  sewerage.  The  sanitary  arrangements  at  the  Holt  Church 
Schools  have  been  re-constructed,  water  closets  taking  the  place  of 
buckets,  and  the  whole  connected  with  the  sewerage  system. 

There  is  no  system  for  the  removal  of  ash  and  refuse  heaps,  or 
for  the  contents  of  bucket  closets.  I have  recommended  that  tlie 
Council  should  take  this  work  in  hand  but  without  success.  In  villages 
where  the  water  supply  is  from  wells  there  is  an  ever  present  risk  of 
the  water  being  polluted  from  these  sources. 


Elementary  Schools. 

The  medical  examination  of  school  children  by  H.  C.  Taylor, 
Esq.,  and  myself,  was  stopped  at  the  end  of  July,  when  tlie  County 
Council  appointed  two  whole-time  medical  men  to  do  the  ^vork. 

The  two  schools  at  Holt  have  very  satisfactoiy  sanitary  arrange- 
ments. The  remaining  schools  in  the  district  have  bucket  closets. 

One  school  yard  has  been  entirely  re-asphalted  and  drained. 

Washing  accommodation  is  poor. 

Water  Supply.  Some  schools  are  dependent  on  wells,  and 
others  like  Holt  receive  theirs  from  a regular  water  system.  Atworth 
is  much  improved  this  year  in  this  respect,  the  rain  water  being  saved, 
some  in  a large  cistern  used  for  flushing  purposes,  the  remainder  in  a 
large  underground  tank  for  ordinary,  domestic,  and  school  use.  Pre- 
viously all  the  water  required  in  this  school  and  school-house  had  to 
be  pumped  from  a well  some  few  yards  away. 


Table  showing*  the  Numbers  at  each  School  with  Averag’e  Attendance,  and 

comparison  with  the  three  preceeding*  years. 
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* Closed  for  28  days  for  Whooping  Cough. 
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Factory  and  Workshop  Act. 

During  the  past  year  6 males  and  G females  between  the  ages 
of  11  and  16  were  passed  for  work,  none  were  rejected. 

The  worksliops  are  of  a fairly  good  character,  most  of  them 
being  open  at  one  end.  No  serious  accidents  occurred. 

The  bakehouses  are  clean  and  Avell  ^vhitewashed,  one  had  to 
have  a new  ceiling. 

One  extra  water  closet  has  l)een  supplied,  am]  another  is  ordered 
at  one  of  the  factories. 

One  case  of  lead  poisoning  was  reported. 

Out- workers’  premises  have  been  visited,  ljut  nothing  to  com- 
plain of  has  been  found.  Feather  picking  which  was  stopped  for  some 
months  has  been  resumed  in  Atworth  and  Droughton,  giving  work  to 
21  persons,  19  in  Broughton,  and  2 in  Atworth. 


Holt 

Blacksmiths. 

1 

Carpenters. 

2 

Plumbers. 

1 

Bakers 

1 

Broughton  Gifford 

1 

1 

— 

1 

Atworth  ... 

9 

U 

1 

— 

2 

Winsley  and  Turley  ... 

1 

1 

— 

1 

Limpley  Stoke 

— 

1 

1 

— 

Monkton  Farleigh 

1 

1 

— 

1 

South  Wraxall 

3 

1 

— 

— 

Winkfield 

— 

— 

— _ 

1 

Westwood 

1 

— 

— 

1 

Totals 

10 

8 

2 

8 

Feather  Picking  is  done  in  some  of  the  cottages  at  Brough- 
ton and  Atworth. 

Gloving  mainly  by  hand,  is  done  in  Holt,  Broughton,  and 
Atworth. 

The  factories  are  as  follows  : — ■ 

Holt. — Steam  Laundry,  1 Skin  and  Glove  Factory,  and  1 
Mattress  Factory. 

Broughton.-  1 Mattress  Factory. 

"Winsley. — 1 Flock  Mill  and  1 Stone  Cutting  Yard. 
Limpley  Stoke. — 1 Saw  MiU. 

"Westwood. — 1 Flock  Mill  at  Avoncliff,  and  1 Flour  Mill  at 
Stowford. 

I have  the  honour  to  be,  Mr.  Chairman  and  Gentlemen, 

Your  obedient  servant, 

W.  J.  A.  ADYE. 
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FACTORY  AND  WORKSHOP  ACT,  1901. 

ANNUAL  REPORT  OF  MEDICAL  OFFICER 

OF  HEALTH. 

REPORT  of  the  Medical  Officer  of  Health  on  the  Administration  of  the  Act  in 
the  Rural  Sanitary  District  of  Bradford-on- Avon  during  the  year  1909. 


(1)  Inspection  of  Factories,  Workshops  and  Workplaces. 


Number  of 

Premises. 

Inspection. 

Written  Notices 

Prosecutions 

Factories 

(including  Factory  Lainidries) 

6 

none 

none 

AYrksliops 

(Including  Workshop  Laundries 

28 

none 

none 

Total 

34 

0 

0 

(2)  Defects  found  in  Factories,  Workshops  and  Workplaces. 


Number  of  Defects. 

Number 

Particulars. 

Found 

Remedied 

Referred 
to  H.M. 
Inspector. 

ofprosecu- 

tions. 

Want  of  Ventilation 

none 

none 

none 

none 

Overcrowd  ing 

none 

none 

none 

none 

Want  of  Drainage  of  floors 

1 

1 

none 

none 

Other  nuisance 

none 

none 

none 

none 

Sanitary  acconnnodation — 

insufficient 

1 

none 

none 

none 

unsuitable  or  defective... 

none 

none 

none 

none 

not  separate  for  sexes  ... 

1 

1 

none 

none 

Total 

3 

2 

0 

0 
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(3)  Home  Wor!^. 


Nature  of  Work. 

Lists. 

Out- 

workers. 

Forwarded  to 

other  Councils 

Notices  served 

on  Occupiers 

as  to  keeping-  or 

sending  lists. 

Inspections  of 

Outworkers’ 

Premises. 

AVorkmen. 

Wearing  Apparel — 

(1)  Glove  Making 

1 

79 

5 

1 

10 

(2)  Cleaning  & Washing 

3 

(3)  Feather  Sorting 

1 

21 

Total 

9 

103 

5 

1 

10 

10 
8 
2 
8 

28 

(5)  Other  Matters. 


(4)  Registered  Workshops. 

Blacksmiths 

Carpenters 

Plumbers 

Bakers 


(Signature)  W.  J.  A,  ADYE. 


Dated  February,  igio. 
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TABLE  I. 

Vital  Statistics  of  whole  District  during  1909  and 

Previous  Years. 


BRADFORD-ON-AVON  RURAL  DISTRICT. 


Popnlat’ij 

estimated 

to 

Middle 
of  each 
Year. 

Births. 

Deaths  under 
One  Year  of 
Age. 

Deaths  at 
all  ages 
Total. 

0 

• rH 

^ CO 

W 

-4-3  . 

S.'S 

■-J  lu 

.fH 

C/2  CD 

C12  ‘iH 

c/2 

bx)t-s 

<u 

C/2  +3 

c/2 

Deaths  at 
all  Ages 
Nett. 

Year. 

Number. 

Rate.* 

Number. 

Kate  per 

KKiu  Birtlis 
Registered. 

Number. 

Rate.* 

Deaths  in  Pi 
Institution 

tO 

O.S 

•4-<  <D 

0 

w 

>2 

'5d 
S 9 
P\ 

Sfi 

a)  d 

72 

^ 0 

"S  s 

0 

ft 

Number. 

• Rate.* 

1899 

5805 

112 

19.29 

6 

53.57 

96 

15.53 

1900 

5825 

105 

18.02 

9 

85.71 

61 

10.47 

1901 

5071 

121 

23.86 

6 

49.58 

74 

14.57 

1902 

5118 

121 

23.64 

6 

49.58 

73 

14.26 

8 

6 

2 

69 

13.48 

1903 

5168 

114 

22.05 

11 

96.49 

64 

12.38 

10 

8 

2 

58 

11.22 

1904 

5218 

120 

22.99 

9 

75.00 

77 

14.75 

5 

2 

2 

77 

14.75 

1905 

5258 

125 

23.77 

10 

80.00 

85 

16.16 

13 

7 

2 

80 

15.21 

1906 

5297 

109 

20.57 

7 

64.22 

70 

13.21 

10 

7 

8 

71 

13.40 

1907 

5345 

115 

21.51 

9 

78.26 

67 

12.53 

12 

3 

4 

68 

12.72 

1908 

5401 

no 

20.36 

5 

45.45 

69 

12.77 

9 

14 

9 

64 

11.84 

Average 
for  years 

5350.6 

115.2 

21.53 

7.8 

67.70 

73.6 

13.75 

1899-1908. 

1909 

5447 

113 

20.74 

8 

70.79 

67 

12.30 

13 

7 

6 

66 

12.11 

* Rates  calculated  at  per  1,000  of  estimated  population. 


Area  of  District  in  acres  (exclusive  of  area  covered  by 

Total  Population  of  all  ages 

Number  of  Inhabited  Houses 

Average  number  of  Persons  per  House  ... 


water) 

16,608 

5071  ] 

At 

1134 

Census 

4.4  ) 

of  1901 

IG 


TABLE  II 


Names  of 
Localities. 

South  Wraxall  and  ’ 
Monkton  Farleigh. 

Winsley. 

Holt. 

Year. 

Population  esti- 
mated to  middle 
of  each  year. 

Births  registered 

Deaths  at  all 
Ages. 

Deaths  under 

1 year. 

Population  esti- 

mated to  middle 
of  each  year. 

Births  registered 

Deaths  at  all 
Ages. 

Deaths  under 

1 year. 

Population  esti- 

mated to  middle 
of  each  year. 

Births  registered 

Deaths  at  all 

Ages. 

Deaths  under 

1 year. 

a. 

h. 

c. 

d. 

a. 

6. 

c. 

d. 

a. 

b. 

c. 

d. 

1900 

725 

19 

6 

1 

632 

10 

9 

2 

907 

23 

15 

3 

1901 

629 

18 

3 

636 

14 

9 

2 

915 

22 

15 

1 

1902 

644 

16 

7 

641 

17 

5 

922 

19 

10 

1 

1903 

649 

18 

3 

4 

648 

9 

2 

2 

929 

14 

7 

2 

1904 

656 

16 

9 

651 

12 

9 

1 

935 

22 

16 

2 

1905 

668 

22 

10 

4 

648 

12 

15 

1 

941 

21 

15 

2 

1906 

683 

19 

4 

1 

651 

13 

10 

2 

941 

17 

17 

3 

1907 

690 

13 

6 

654 

10 

7 

3 

955 

25 

11 

3 

1908 

697 

12 

4 

662 

44 

6 

2 

961 

21 

15 

1 

Averages  of 

Years  1900 

to  1908. 

• 

1909 

702 

12 

7 

1 

670 

1 

12 

967 

25 

9 

2 
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Bradford-on-Avon  Rural  District. 


Westwood,  Winkfield 
and  Linipley  Stoke. 

Atworth. 

Broughton. 

Bradford  Without. 

Population  esti- 
mated at  middle 
of  each  year. 

Births  registered 

Deaths  at  all 
Ages. 

Deaths  under 

1 year. 

Population  esti- 
mated to  middle 
of  each  year. 

Births  registered 

Deaths  at  all 
Ages. 

Deaths  under 

1 year. 

Population  esti- 

mated to  middle 
of  each  year. 

Births  registered 

Deaths  at  all 

Ages. 

Deaths  under 

1 year. 

Population  esti- 

mated to  middle 
of  each  year. 

^ Births  registered 

Deaths  at  all 

Ages. 

Deaths  under 

1 year. 

a. 

b. 

c. 

d. 

a. 

6. 

c. 

d. 

a. 

b. 

c. 

d. 

a. 

b. 

c. 

d. 

1356 

13 

17 

3 

767 

13 

4 

1 

667 

12 

5 

1 

340 

7 

5 

1198 

22 

21 

1 

768 

19 

16 

1 

649 

15 

15 

276 

1 

5 

1 

1199 

20 

26 

2 

771 

22 

8 

2 

649 

22 

3 

282 

5 

2 

1 

1205 

26 

20 

2 

786 

21 

6 

2 

655 

21 

15 

286 

5 

1 

1212 

30 

23 

1 

791 

13 

8 

1 

668 

23 

10 

4 

288 

4 

2 

1220 

25 

17 

1 

808 

24 

7 

2 

667 

14 

3 

292 

7 

3 

1213 

17 

21 

817 

16 

7 

683 

22 

6 

1 

293 

5 

2 

1210 

21 

24 

1 

826 

15 

6 

698 

26 

11 

2 

296 

5 

2 

1216 

26 

20 

831 

12 

7 

706 

■ 18 

10 

2 

302 

7 

1 

1222 

io 

15 

1 

836 

22 

9 

2 

714 

20 

9 

2 

308 

7 

5 
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The  Isolation  Hospital  is  in  the  Urban  Area  of  Trowbridge. 
Total  available  Beds — 50.  No.  of  diseases  that  can  be  treated  concurrently — 3. 
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TABLE  V. 

INFANTILE  MORTALITY  during  the  Year  1909. 

Deaths  from  stated  Causes  in  Weeks  and  Months 
under  One  Year  of  Age. 


BRADFORD-ON-AVON  RURAL  DISTRICT. 


j 


Rural  District  of  Bradford,  Wilts.  Population 

Estimated  to  middle  of  1909, 
5447. 


Births  in  the  year  of 


{ 


legitimate  107 
illegitimate  6 


Deaths  in  the  year  of 


( legitimate  infants  7 
i illegitimate  infants  1 


Deaths  from  ail  causas  at  aSi  ages  73. 
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TABLE  C. 

Supplementai'y  Table  for  Annual  l^eport. 


RURAL  SANITARY  DISTRICT  OF  ERADFORD-ON-AVON. 


Medical  Oflicer  of  Health 
Date  of  Last  Appointment 
Term  of  Appointment 
Sanitary  Inspector 
Address 


W.  JOHN  A.  ADYE. 

July,  1907 

Triennial 

Mr.  R.  GIDDINGS, 

Frome  Road, 

B radf  ord-on- A r on . 


Special  Kepurts  presented  during 
past  y(ar. 

Subject. 

Date. 

One. 

The  Condition  of  the  Holt 

Sept.  30th, 

Brook. 

1909. 

WATER  SUPPLY. 

Any  Extension  or  Change  in  past 
year  ? 

Portions  of  District  inadequately 
supplied  ? 

Is  Section  6 of  the  Public  Health 
(Water)  Act,  1878,  in  all  cases 
enforced  in  the  District  ? 

Has  any  action  been  taken  under 
Section  3 of  the  same  Act  during 
the  past  year  : if  so,  in  how 
many  instances  ? 

SEWERAGE  AND  SEWAGE  DISPOSAL. 

Extension  and  Improvements  during 
past  year 

Any  system  of  Treatment  adopted  ? 

Any  inadequacy  in  any  part  ? 

EXCREMENT  DISPOSAL. 

Are  Privies  and  Cess  Pits  cleansed  by 
Sanitary  Staff,  by  Contractors, 
or  by  Tenants  ? 


No 

Winktield,  Westwood,  and 

South  Wraxall 

Yes 


No 


The  remainder  of  Holt  drained 
Septic  Tanks,  Filtration,  &c. 

In  all  the  rest  of  the  district 


Is  Scavenging  undertaken  by  the 
District  Council  in  any  Parishes  ? 
if  so,  in  which  ? 

Is  present  arrangement  satisfactory  ? 


By  Tenants,  except  in  a few  cases 
when  it  is  done  by  Landlords 


No 

No 
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ADOPTIVE  ACTS. 


Public  Health  (Amendment)  Act 
1890  ...  

Infectious  Disease  (Prevention)  Act 
1890  ...  


Parts  adopted  and  date. 
Part  3,  April  11th,  1901 


All  the  Act,  January,  1902 
BYE-LAWS. 

Any  adopted  or  sanctioned  during 
past  year  ? If  so,  please  send  a 
copy 

Are  Bye-Laws  properly  enforced  ? 


Are  New  Bye-Laws  necessary  ? 
For  what  purposes  ? 


No 

There  are  None 
Yes 


Every  purpose,  more  especially 
building 

DAIRIES  AND  COWSHEDS  ORDERS. 

Are  Regulations  adopted  ? Please 

send  a copy  ...  ...  ...  Yes 

Are  they  enforced  ? ...  ...  Yes 


RECxULATED  BUILDINGS,  TRADES,  &c. 


N umber. 

Are  they  Inspected, 
and  if  so,  by  whom. 

General 

Conditions 

Legal 
Pro- 
cpeding.s 
if  any. 

Eegist  red 

Inspected 

Common  Lodging  Houses 

Houses  let  in  Lodgings  ... 

Canal  Boats 

4 

By  Inspector 

Fair 

Slaughter  Houses 

Bakehouses 

8 

6 

Self  & Insiiector 

Fair 

None 

Farms 

89 

75 

M )> 

Fair 

None 

Cowsheds 

Milkshops 

165 

137 

)) 

Fair 

Offensive  Trades 

4 

4 

Self  A Inspector 

Fair 

Fair 

DEATH  RETURNS. 


What  correction,  if  any,  is  made  for 
non-residents  dying  within  the 
District  ? 


Are  any  Returns  obtained  of  deaths 
of  residents  occurring  in  Public 
Institutions  (Workhouses,  Hos- 
pitals, &c.)  outside  the  District  ? 

DEATHS 


See  Table  I. 


Yes.  Royal  United  Hospital,  Bath  ; 
H.M.  Prison  ; and  the  Asylum 
at  Devizes 


Please  state  number  of  each  sex 
Number  of  uncertified  deaths 


Males  38 


Females  29 
2 


BIRTHS. 


Please  state  number  of  each  sex 
Number  of  illegitimate  births 

Males  55  Females  58 

2 4 

ISOLATION 

HOSPITAL. 

Number  of  Beds  ... 

50 

What  Diseases  are  taken  in  ? 

Scarlet  Fever,  Enteric  Fever,  and 
Diphtheria 

How  many  Diseases  can  be  treated 
at  the  same  time  ? 

3 

Any  and  what  charge  to  patients  ? 

Construction  of  Buildings,  Brick, 
Stone,  Wood,  Iron,  &c. 

Disinfecting  Apparatus  ... 

Brick  and  Stone 

DWELLINGS. 


Number  of  Houses  built  during  past 
year  ? 

General  Character 

7 

Good  Artisan 

Any  overcrowding  of  persons  in 
houses  ? 

1 

Any  overcrowding  of  houses  in  Area  ? 

No 

Any  action  taken  under  the  Housing 
of  the  Working  Classes  Act,  1890 

1 

Any  Houses  closed  as  unfit  for  Habi- 
tation ? 

No 

WHAT  ACTION  HAS  BEEN  TAKEN  IN  REGARD  TO 
THE  FOLLOWING  MATTERS  ? 


House  to  House  Inspection 

Seizure  of  Unsound  F ood  ... 

RiA’er  Pollution  ... 

Yes 

None 

None 

Inspection  of  Factories  and  Work- 
shops 

Prosecutions 

No  legal  proceedings 

None 

SCHOOLS. 


Number  in  District 

10 

Number  closed  on  account  of  out- 
break of  Disease 

1 

Total  duration  of  closure  from  this 
cause 

28  days 
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BURIAL  GROUNDS. 


Number  in  District  ...  ...  9 

Any  need  for  Extension  ...  ...  No 


LOANS. 


(If  any)  sanctioned  by  Local  Govern- 
ment Board  during  pass  year  ... 


No 


RIVER  POLLUTION. 
Any  action  taken  during  the  year  ? | No 


METEOROLOGY. 


Are  any  observations  taken  in  or 
near  your  District  ? ... 

Please  give  name  and  address  of 
Observer 


No 


SANITARY  REQUIREMENTS  OF  DISTRICT,  AND  SUGGESTIONS 
OF  MEDICAL  OFFICER  OF  HEALTH. 

Water  of  a good  quality  is  needed  very  badly  in  Westwood  ; Wraxall  also 
require  a permanent  supply  as  the  Wells  are  mostly  quite  shallow,  and  any 
drought  dries  them  up.  Winkfield  also  require  a regular  suppH. 


THE  RURAL  DISTRICT  OF  BRADFORD-ON-AVON. 


Sanitary  Inspector  - - RICHARD  GIDDINGS. 

Address  - - Frome  Road,  Bradford-on- Avon. 

Whether  whole  time  devoted  to  duties  of  Sanitary  Inspector  or  not  ? No. 
Date  of  last  Re-appointment  : April,  1909. 


SUMMARY  OF  WORK  DONE  IN  SANITARY 
INSPECTOR’S  DEPARTMENT, 

During  Year  ending  31st  Oecem^er,  190S. 


PREVENTION  OF  INFECTIOUS  DISEASE 
UNDER  DIRECTION  OF  MEDICAL  OFFICER  OF  HEALTH. 


No.  of  Cases  inquired  into 

No  of  Houses  Disinfected  & Cleansed 

No.  of  Patients  removed  to  Hospital 

Lots  of  Bedding,  Clothing,  &c..  Dis- 
infected or  destroyed 

Cases  of  Illegal  Exposure  Reported 


17 

12 

12 

12 

None 


HOUSES. 

No  erected  (if  information  obtainable)  7 
No.  made  fit  for  habitation  ...  3 

No.  Closed  as  unfit  for  habitation  . . . None 

No.  Cleansed  and  Limewashed  . . . None 


No.  of  Cases  Abated 


No.  Laid  or  Re-laid 

No.  Cleansed,  Trapped,  & Ventilated 

No.  of  Defective  Waste  Pipes  Rectified 

No.  of  Insanitary  Lavatories,  Sinks, 
and  Urinals  Rectified 

No.  of  Dumbwells  Rectified 


OVERCROWDING. 
...  1 One 
HOUSE  DRAINS. 
67 


2 

None 

None 

2 
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WATER  CLOSETS. 
No.  of  additional  W.C.’s  provided  ...  7 

No.  Repaired,  Ventilated,  and 

supplied  with  Flush  Cisterns  ...  7 

PRIVIES  AND  ASHPITS. 


No.  of  Additional  Privies  & Ashpits 
provided 

No.  Converted  to  W.C.’s  or  Slop 
Closets 

No.  Converted  to  Pail-closets 
No.  Repaired 


None 

67 

None 

None 


SCAVENGING. 


Total  No.  of  homes  from  which  refuse 
Removable  by  the  Authority  . . . 

Total  No.  of  Privies  and  Ashpits 
cleansed 

Total  No.  of  Portable  Receptacles 
Cleansed 

Total  No.  of  Loads  of  Ashes  and 
Excrement  Removed  ... 

Total  No.  of  Loads  of  Ashes  and 
Refuse  Removed 

No.  of  New  Dust  Receptacles  provided 


/ 


- None 

\ 


V 


No. 

No. 


No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 

No. 


SMOKING  NUISANCES, 
under  Observation  ...  ...  1 

Abated  ...  ...  ...  None 


OFFENSIVE  TRADES, 
under  Observation  ...  ...  4 

improperly  Conducted  ...  None 


of  Wells  Sunk 

of  Wells  Cleaned  & Repaired  ... 

of  Wells  Closed  as  Polluted 

of  Houses  Supplied  from  Water- 
works (during  year)  ... 

of  Samples  taken  for  Analysis  . . . 


WATER  SUPPLY. 
1 


SLAUGHTER  HOUSES. 


Registered  or  Licensed 
Regularly  Inspected  . . 
Cleaned  and  Repaired 


None 

None 

None 


r 
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DAIRIES  AND  COWSHEDS. 


No.  of  Persons  Engaged  in  Milk  Trade 
now  on  Register  and  under  Super- 
vision 

No.  of  Contravention  of  Acts,  Orders, 
and  Bye-laws  dealt  with 

No.  of  Infected  Milk  Supplies  Re- 
ported by  the  Inspector 


89 

None 

None 


FACTORIES  & WORKSHOPS  & BAKEHOUSES 


No.  Under  Inspection 

No.  Certified  for  Limewashing  by 
Inspector 

No.  of  Insanitary  Conditions  dealt 
with  as  Nuisances 

No.  Employing  “ Young  Persons,  &c.” 
Reported  to  the  Medical  Officer 
of  Health 


o4 

1 

2 


None 


LODGING  HOUSES. 


No.  on  Register  ... 

No.  Regularly  Inspected  . . 
No.  Cleansed  and  Reported 


None 

None 

None 


FOOD. 


No.  of  Seizures  as  Unfit  for  Con- 
sumption 


None 


ANIMALS  KEPT  SO  AS  TO  BE  A NUISANCE 
No.  of  Cases  of  Removal  on  Notice  | None 

ACCUxMULATION  OF  OFFENSIVE  REFUSE. 
No.  of  Removals  ...  ...  ...  I None 


LEGAL  PROCEEDINGS. 


No.  Taken 

No.  of  Convictions  Obtained 

No.  of  Cases  Withdrawn  or  Dismissed 


None 

None 

None 


CLERICAL 

No.  of  Notices  Served 

No.  of  Notices  Complied  vHth 

No.  of  Notices  Outstanding 


WORK. 

40 

42 

0 


